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A No, sir; you see that is quite a number of miles; I 
don’t know how many miles — was it as many as eight? 
Q Oh, it is more than that from Bay Head to Law dette; 
must be 12 or 15 from Bay Head. 
A The stations are Bay Head, Mantaloking, Chadwick, Lav- 
alette. 
BY MR. PADZER: 
Do you remember seeing Louis Hollins and Danny Mec 
Mechan, two firemen on the 15th of September? 
A No, sir. 
Q You know them? 
A Oh, yes. 
Q Do you remember saying "Don't kid me to-day. I am 
not feéling well?" 
A I remember saying something like that, but I don't 
remember who I said it to. 
Do you remember saying that on the 15th of 
September? 
A I couldn't tell you what day it was, but Iknow I 
made that remark because they are great teasers when 
they once get a going. If this will do you any good, in 
case of anybody going out in an automobile prior to the 
time that I went to bed 10 minutes to 12, I would have 
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